To:  Way,  Stevenfway. steven@epa.gov] 

Cc:  Christner,  JanfJan. Christner@WestonSolutions.com];  Robinson, 

DavidfDavid.  Robinson@WestonSolutions.com] 

From:  Petri,  Eiiiott 

Sent:  Tue  8/1 1/2015  6:17:23  PM 

Subject:  RE:  Gold  King  Water  treatment  Figures  - HAND  SKETCHES 

GK  Pipe  Run  rev  1.pdf 


Steve  here  is  the  estimated  run  lengths  figures  to  the  RnB  Ponds. 


Elliott  Petri,  PE 

Weston  Solutions,  Inc. 

1 435  Garrison  St,  Ste  1 00 
Lakewood,  CO  8021 5 


Ph:  303-729-6156 


Cell:  719-216-2754 
Fax:  303-729-6101 


From:  Petri,  Elliott 

Sent:  Tuesday,  August  11,  2015  12:05  PM 

To:  Way,  Steven  (way.steven@epa.gov)  <way.steven@epa.gov> 

Cc:  Christner,  Jan  <Jan.Christner@WestonSolutions.com>;  Robinson,  David 
<David.Robinson@WestonSolutions.com> 

Subject:  Gold  King  Water  treatment  Figures  - HAND  SKETCHES 


Hi  Steve, 

Here  are  the  hand  sketches  from  what  we  discussed  in  the  field  for  treating  water  at  GK.  We 
are  getting  the  CAD  drawing  of  the  existing  conditions  at  the  adit  together  and  it  will  be  on  its 
way  shortly. 


Thanks, 

Elliott 
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ED  000552B  00069324-00001 


Elliott  Petri,  PE 


Weston  Solutions,  Inc. 
1435  Garrison  St,  Ste  100 
Lakewood,  CO  802 1 5 
Ph:  303-729-6156 
Cell:  719-216-2754 
Fax:  303-729-6101 


CONFIDENTIALITY : This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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